











OLDEN 


DUAL-RANGE 
50mm f:2 
SUMMICRON 

Focusing range from 
inf. to 19” coupled to 
the rangefinder. For 
copies and close-ups 
without extra attach- 
■ ,cm 1 flQ *5(1 ments in clear focus 
USED JUy 3U and with autom. paral¬ 
lax correction. 


90mm Summicron F:2 shade .139.50 

90mm Elmar F:4 collapsible . 68.75 

90mm Elmar F:4 rigid ... 38.75 

90mm Elmarit F:2.8 ... —.—108.50 

125mm Hektor F:2.5 for Visoflex .......... . .118.00 

135mm Canon F:4 .. 39.50 

135mm Hektor F:4.5 telephoto . 67.50 

135mm Elmar F:4, telephoto .108.50 

200mm Telyt F:4.5 for Visoflex .87.50 

200mm Telyt F:4 pre-set latest ..139.50 

400mm Telyt F:5 for Visoflex ..248.50 

Visoflex I with double cable release.48.00 

Visoflex II with 5x Magnifier . 74.75 


CONTAX IIIA 

Sonnar F:1.5 lens Rfdr. synch. 
1 sec. to 1/1250, j 4 Aqp 
self-timer, USED, g Tl 
excellent_ JL JL 


USED LENSES FOR |NgKON,| CONTAX 
21mm Biogon F:4.5 Super W.A. ....... —. 98.50 

35mm Nikkor F:3.5 W.A. .................. 39.50 

35mm Nikkor F:1.8 W.A. 97.50 

35mm Zeiss Biogon F:28 W.A.42.00 

50MM ZEISS SONNAR F:1.5 . 29.75 

50mm Zeiss Sonnar F.-2 —... —.. 18.50 

50mm Nikkor F:1.4 speed lens . 58.50 

50mm Nikkor Frl.l Super-Speed ..138.50 

85mm Nikkor F:2 tele . 49.50 

105mm Nikkor F:2.5 ...94.50 

135mm Nikkor F:3.5 telephoto ............ 54.50 

135mm Zeiss Sonnar F:4, tele.58.50 


LEICA M-3 

Satin black finish, 
built-in luminous 
frame-finder for 
50mm, 90mm and 
135mm lenses, single window range¬ 
finder-viewfinder with parallax cor¬ 
rection. Single stroke advance, 
flash and strobe synch., single 
shutter dial 1-1/1000 etc. 

USED IOSCO 


[etm M3 

I Elmar F:3.5 lens, 4 @ M flfl 
1 parallax corr. view- ■ 
finder for 50, 90 & B BBBB 
135. Rfdr. USED, ■ W ■ 

LENSES for LEICA, CANON, etc. 

BRAND NEW SPECIALS 

35mm Nikkor F:2.5 W.A.49.50 

35mm Acall F:3.5 W.A. 29.75 

105mm Acall F:3.5 tele .. 28.75 

USED LENSES FOR LEICA, CANON, etc. 

21mm Super Angulon W.A. ..146.50 

35mm Summaron F:3.5 W.A, for M3 . 32.50 

35mm Summicron F:2 W.A........ 118.75 

50mm Summarit F: 1.5 . 56.50 

50mm Elmar F:3.5 .. 28.50 

50mm Dual-Range Summicron F:2_.......109.50 

85mm Canon F:1.9 . 46.50 

85mm Summarex F:1.5 .149.50 


GERMAN 


35mm OUTFIT 
BRAND 
NEW 


Fully 

Automatic 
Electr. Eve 


150!™ 


OA ! 

"mdB:: needle 

sharp 

Camera-case-flashgun 


USED 35mm CAMERAS 

Aires Ml, F:1.9 Rfdr. synch . 27.50 

Argus C-3, F:3.5, synch. Rfdr. 13.75 

Argus C-4, F:2.8, synch. Rfdr.26.50 

Argus C44, F:2.8 Rfdr. synch . 34.75 

Canon IV F:1.9, Rfdr. synch . 59.50 

Canon VT F:2, synch. Rfdr.84.50 

Canon 7, F:1.8, El. Eye Rfdr. 147.50 

Contax I la, Sonnar F:2, synch. Rfdr. 69.50 

Contax Ilia, Sonnar F:1.5, Exp. meter.113.95 

Leica G, F:2, 1 sec. to 1/1000, Rfdr.58.50 

Leica IMF, Rfdr. full synch body. 68.50 

Leica lllc, Rfdr. 1 sec. to 1/1000 body.39.50 

Leica IMF, Smpimitar F:2, Rfdr. synch.94.50 

Leica M-2, Elmar F:3.5 . 158.50 

Leica M-3, Summicron F:2 ..212.50 

Leica IMG, Summitar F:2, Rfdr.174.50 

TARON AUTO EE 

• Fully autom. 35mm • F 1.8 Speed Lens 

• Cds. Exp. Meter • Coupled Rfdr. 

• M-X synch. 

AQ50 

"T BRAND 
m s, 

Csss 5.50 


I SUPER sensitive! 
EXPOSURE METER 
SCIENCE & MECHANICS 

BRAND NEW 

• ASA speeds: 3 to 25,000 0095 

• F-Siops: 7 to 90 M W 

9 EV—EVS—LV settings MB « 

9 Exposure time: 1/1500 sec. to 8 hrs 

• Ultra-sensitive 4-range selection Ad 95 
Science & Mechanics Darkroom Meter HP JL 

Brand New Exposure Meters 

Norwood Super Director w/case . 18.50 

Sekonic L38 with booster . 9.75 

G.E. Golden Crown, latest ..— 22.75 

Sekonic L38 with booster ... 9.75 

Leica Model 2 —..... 9.95 

Weston Master V case & Invercone . 24.50 

USED—Exposure Meters 

G.E. P.R.I. 7.95 

Gossen Lunasix, mercury battery . 32.95 

Weston Master II, case .... 9.50 

Gossen Sixtomat, EV scale .. 8.50 

Heiland 3/21 optical viewing . 56.50 

Leica MC meter for M2 or M3. 14.95 

Nikon Exposure Meter for Nikon F..— 13.95 

Zeiss Ikophot, L.V. ..... 10.75 


KODAK 
4 Carousel 

g&AAJtF*' Automatic 
Slide Projector 

80 slide loading, Jam-free design 

Autom. or remote operation. ^1# 

SLIDE PROJECTORS 

Brand New Specials 

Kodak Carousel semi-autom. with tray —. 66.50 

2x2 Tableviewer, A.C., stack load .. 29.50 

B&H Executive, 300W ... 46.50 

Bausch & Lomb 755, 2V4 x 2V4 & 35mm . 99.50 

Leitz Pradix F:2.8 lens ..... 64.50 

Revere 808, fully autom., Timer .. 64.50 

Sawyer Crestline 500W semi-automatic — 42.50 
Used Slide Projectors 

B&H Headliner, 300W, blower . 24.50 

B&H Explorer, 500W, remote . 46.50 

B&H Robomatic, 500W case ............... 48.5® 

Kodak Cavalcade, auto, remote ... 54.5® 

LaBelle 500, semi-auto. 500W ... —.— 34.50 

Leitz Pradovit F. autom .112.50 

Revere 888, autom, Timer . 47.75 

TDC Duo, 2V4X2V4 & 2x2 . 39.50 

TDC Project-or-View . 36.50 


Nikon S, Rfdr. synch, body only. 32.50 

Nikon S-2, lever wind Nikkor F: 1.4 .109.50 

Nikon S-3, Nikkor F:1.4 Rfdr. synch.149.50 

Nikon SP, latest, Nikkor F:1.4 .192.5® 

Retina IIA, Xenon F:2, Rfdr.46.50 

Retina lllc, F:2, MX, exp. mtr. 69.50 

Robot Star II, body only ...NEW 67.50 

Robot Royal 36, Zeiss F:2, Rfdr.139.50 

Voigtl. Prominent, F:2, MX . 49.50 

Voigtl. Vitessa L, Exp. Meter Rfdr. . 54.75 

Zeiss Contessa 2.8, Rfdr. Exp. Mtr.46.50 


OLYMPUS PEN EE OASO 

Fully autom. Electric Eye, MX w “W 
synch, w/case & bracket BRAND NEW 


Professional 


Close-up Outfit 


for Doctors, Dentists 
and advanced amateurs 


Valuable in medical, dental 
photography, research, na¬ 
ture study, stamps, etc. Com- 

plete Outfit.BRAND NEW 

OLDEN CLOSE-UP KIT 

consisting of: rapid inter- 
changeable mount, 3 close-up 
lenses fits all cameras. C 

BRAND NEW 


USED SUBMINIATURES 

Tessina 35mm Subminiature . 97.50 

Garni 16, Rfdr. Exp. Meter .148.75 

Minox 111S, F:3.5, synch.44.95 

Minox B, built-in exp. meter, synch. .. 78.50 

Minicord, Goerz F:2, Reflex . 39.50 

Minolta 16, Var. shutter speeds . 19.50 

Mamiya 16, F:3.5 synch. 16.50 

Yashica Y-16. F-.3.5. ^ - 13.50 

Auto-Mamiya 16 

Electric Eye submin. 

F2.8 ultra-sharp lens, speeds BRAND OM 50 
1/30 - l/200th. Bright frame NEW 0*1 
direct viewing- 


USED 


139 50 


NEW 200mm TELYT f:4 

j Telephoto lens, built-in coL- 
lapsible sunshade, extra 
speed and high resolving 
power, fits Visoflex I or II 
for all Leica Models. 






















































































































OLDEN Leu Ptiw 



HASSELBLAD 


500 C 

80mm PLANAR 
F 2.8 


MAGAZINE 12 EXP 


USED 


39S 


50 


USED 


Hasselblad Super Wide 38mm Biogon ..325.00 
60mm Distagon F:5.6, W.A. for 500C 249.75 
150mm Sonnar F:4, tele for 500C ...289.50 
250mm Sonnar F:5.6, tele for 500C ...319.50 

Eye-Level Prism NC-1 .......129 00 

Hasselblad 1000F F:2.8 Tessar .249.50 

135mm Ektar F:3.5 for 1000F .139.50 

Roll Film Mag, 12, 16, 16S . 69.50 

I80mm Sonnar F2.8 for 1000F ..NEW.195.00 
300mm Sonnar F:4 for 1000F ... NEW .199.00 

Fast-winding Crank C . 12.25 

Extension Tube for 1000F . 18.75 

Extension Tube for 500 C . 29.75 

Transparency Copy Holder . 27.50 

Bellows Extension C .148.50 

Magnifying Hood .. 28.50 

Prism Sports Viewfinder . 43.75 

Knob with Exposure Meter C .22.50 

Tripod Quick Coupling C ... 12 50 

Spirit Level C . 5.95 

Rear Camera Protector .. 1.50 

Camera Grip W/reiease . 11.95 

Flash Gun Holder . 16.50 



BRONICA 


2 y 4 X 214 S.L.R. 


timer, auto-diaphragm 

Mikkor f2.8 lens 


Interchangeable 
Nikkor Lens, inter¬ 
changeable roll 
film back, instant 
return mirror, 1- 
1/1000 sec. self- 


USED 


248 


50 


BRONICA LENSES — USED 


50mm Auto Nikkor F:3.5 W.A. ...... 184.50 

135mm Auto Nikkor F:3.5 Telephoto ..154 50 
180mm Nikkor preset F:2.8 Telephoto . .279 00 
200mm Komura preset F:3.5 Telephoto 138.50 
300mm Komura preset F:5 Telephoto 154.50 
400mm Komura preset F:6.3 Telephoto 172.75 
500mm Komura preset F:7 Telephoto 196.50 

Extra Magazine Back .. 58 50 

Eye-level Pri-sm Finder Model B . 49.50 



GERMAN IMPORT 

2 Y 4 x 2V4 camera, h 
|l F:3.5 ctd. lens 1ilO&3v 


synch, shutter 
selftimer .. NEW 



ROLL FILM —USED 


Kodak Chevron Ektar 3.5, Rfdr. . . . 

Omega 120, F:4.7, synch. Rfdr. 

Plaubel Makina IIIR, latest, F:2.9. 
73mm Plaubel W.A. for Makina. .. 

190mm Tele lens for Makina. 

Medalist II, Ektar 3.5 synch. 

Super Ikonta B, Tess. 2.8 Rfdr. ... 
Super Ikonta BX, RF., Exp. mtr. .. 
Voigtl. Bessa IIF Rfdr., synch. ... 


. 74.50 
.158.50 
.139.75 
. 38.50 
. 47.50 
.118.00 
. 42.50 
. 78.50 
. 76.50 



PRAKTISIX 


Single-Lens reflex 
2V4 x 21/4 negative 
uses 120 film 


• 80mm Biometar F2.8 iens 

• Fully automatic diaphragm 

• Flash and strobe synch. 

• Automatic film transport 


176 


80 


USED 


PRAKTISIX ACCESSORIES 


50mm Flektogon F:4 Super W.A, auto. 182,50 

65mm Flektogon F:2.8 W.A. auto.164.75 

120mm Biometar F:2.8 autom. Tele—139.50 
180mm Zeiss Sonnar F:2.8 au om. Tele. 188.75 
300mm Meyer Teie-Megor F:4.5 pre-set 89.50 

Penta.Prism . •••• 39-50 

Extension Tube Set . 19.50 

Extension Bellows . 22.75 

Intermediate Ring .. 9.95 

Clearglass w/hairline cross . 24.00 

Groundgiass w/gridline screen .. 24.00 

Groundglass w. clear glass spot . 24.00 



WORLD’S ONLY 
TWIN-LENS 
REFLEX 

WITH INTERCHANGEABLE 
LENSES 

MAMIYA C3 


150 


80mm Sekor F2.8 lens 

Case 7.50 ^ 

• Fully interchangeable lenses ' * ' - 

• Rapid Film Winding Crank 11/ 

• Rack-and-pinion focusing RD AMR 

. Removable hood 

• Field lens focusing screen NEW 

LENSES FOR MAMIYA C, C2, C3 - USED 

65mm Sekor F:3.5 W.A.34 50 

105mm Sekor F:3.5 Portrait . 62.75 

135mm Sekor F:4.5 Tele .. 74 50 

180mm Sekor F:4.5 Tele .. 96.50 



AUTO ROLLEI 3.5 


Latest, coupled 
Exoosure meter, 

M-X synch. Selftimer 
interchangeable hood 
for prism 


178 


50 


USED 


Rolleiflex Accessories - USED 

Rollei-Prism .... 49.50 

Rol lei-Grip .. 9.95 

Rollei-Projector adapter .. 12.95 


USED-REFLEX 

3V4X4V4 Graflex b, F-.4.5... 32.00 

4x5 Graflex, F-.4.5 ........ fJ.SO 

3V4X4V4 Super D Graflex body . 47.50 

Auto Rolleiflex Tessar 3.5, Comp. .. 38.50 

Auto Rolleiflex, Tessar 3.5, MX. 69.50 

Auto Rol lei 2.8C, F:2.8, MX... 99.50 

Rolleicord III, Xenar 3.5, synch.36.50 

Rolleicord V, Xenar 3.5, LVS . 54.50 

Rolleiflex 4x4, Xenar 3.5, MXV . 84.50 

Tele-Rolleiflex, MX, F:4 .224.50 

Rolleiwide MX F:4 .258.50 

Auto Rolleiflex 2.8E. Exp..Meter ...166,50 

Rollei T. F:3.5 Xenar .138-50 

Bronica Nikkor F-.2.8, Auto ..248.50 

Minolta Autocord. Autom. F:3.5.. 44-50 

Mamiyaflex Pro C, body only . .46.50 

Optika Reflex, F:3.5. 99.75 

Sawyer 4x4, F:2.8 ctd., synch. 33.50 

Yashica Mat, F-.3.5, synch, autom.36.95 

Yashica 44, F-.3.5 synct ,.29.75 


Contax Owners: SENSATIONAL OFFER! 


Through exclusive arrangement with the Carl Zeiss factory in West Germany we are able 
to offer you these brand-new original Zeiss lenses and finders at amazingly low prices. 


50mm Zeiss 
Sonnar F:2 


Zeiss Grig. List 
$125.00 




BRAND NEWAA 

ONLY X If 

and your old Sonnar in trade 



21 mm Zeiss 
Biogon F4.5 

75 


BRAND NEW 

Zeiss Orig. List $219.00 


Super Wide-Angle Lens 
covers 90° angle 



Zeiss 
Universal 
Viewfinder 
|50 


LIMITED QUANTITIES, Rush your order! 


49 ! 

BRAND NEW 

Zeiss Orig. List $105.00 

individual optical finders 
21, 35, 50, 85 & 135mm field 

Other lenses & accessories at tremendous savings 


OLDEN guarantees 
HIGHEST TRADE-IN ALLOWANCES 













































































SLR Impetti&b Leu him 



EXAKTA VX IIA 

* >, AUTOMATIC 

9 " ZEISS BIOTAR F:2 

lhagee Renta Prism with 
Lumiscreen Split Image RF. 

• with Exakta Co. BRAND lilO 50 

sSSff&HC NEW W7 

EXA IA B XT« 

Meritar F2.9 preset il if' » 

Waistlevel finder.Complete 

with Auto-Pomiplan F:2.8-add 8.50 

BRAND NEW SPECIALS 

Beseler Topcon Super D, El. Eye body, only .290.00 

Exa II Auto-Domiplan F:2.8, Prism . 59.50 

Exa II Auto-Biotar F:2, Prism ... 78.50 

Exakta VXIIa, Auto-Xenon F:1.9 ...194.50 

Konica FS, Hexanon F:2, MX.109.50 

Mamiya Jr. El. Eye, Autom.. 54.50 

Miranda Automex F:1.9, El. Eye .168.50 

Praktina FXIIA, Tess. 2.8 auto . 87.50 

Retina Reflex lil, Latest, El. Eye ..128.50 

Yashica Penta J»F:2 synch . 79.95 

MAMIYA 

Automatic 
Canon FI.9 lens 
BRAND ||05O 

Case 8.25 NEW | RQ 

35mm Sekor F:2.8 autom W.A.. NEW 58.50 

135mm Sekor F:2.8 autom tele ........NEW 78.50 

Coupled Exposure Meter .NEW 27.50 

USED S.L.R. CAMERAS 

Alpa 7, F: 1.8, MX ...119.50 

Alpa 6C, F:1.8, El. Eye ......258.50 

Beseler Topcon F:1.8 .......148.50 

Canonflex, F: 1.8, autom.149.50 

Canonflex RM, F:1.8, El. Eye .164.50 

Contaflex I, Tessar F:2.8 auto ... 49.50 

Contaflex II, auto Tess. 2.8, Exp. Meter — 64.50 

Contaflex IV, Exp. meter, auto.78.50 

Contaflex Super B, fully auto...129.50 

Contarex, Zeiss Planar F:2, Exp. Meter —248.50 

Edixaflex F:2.9, synch. 42.75 

Exakta II, F:2.9, synch. 39.50 

Exakta VX, F:2.8, auto. MX . 89.50 

Heiland Pentax HI, auto F:2.2 . 89.75 

Kowa-H, auto. El. Eye F:2.8 . 43.50 

Minolta SR, F:1.8 auto. 98.50 

Miranda D, F: 1.9 auto. 79.50 

Nikon F, Nikkor F:2 .198.50 

Nikkorex Zoom, El. Eye .143.50 

Retina Reflex F:2, Ele. Eye synch.78.75 

Topcon Super D F:1.4, El. Eye .286.50 

Voigtl. Bessamatic, auto. El. Eye . 98.50 

Voigtl. Ultramatic, fully autom.218.50 

PRAKTiNA FX “ 

j-g, M, Automatic SLR 

* Zeiss Biotar F:2 

• DiX QT50 

• Zeiss Prism 
• MX full BRAND 

E. R. case 7.95 syndh NEW 

2X CONVERTER 

doubles focal length of all 
interchangeable S.L.R. lenses 
compatible with “T" - Mount 
System. Attaches easily to rear 

16*50 of lens BRAND new 




LENSES FOR S. L. R. 

28mm Auto-Angenieux F:3.5 W.A.used 79.50 

35mm Angenieux F:2.5 .used 36.50 

35mm Meyer Primagon, pre-set .NEW 19.50 

50mm Auto Domiplan F:2.8 .used 19.50 

50mm Auto Xenon F:1.9 ..used 49.50 

58mm Biotar F:2, pre-set ....used 23.95 

58mm Auto Biotar F:2 . NEW 43.95 

75mm Biotar F:1.5 pre-set ....NEW 87.50 

90mm Makro-Kilar F:2.8 . .used 98,50 

100 to 200 Avigon Zoom ......NEW 69.50 

100mm Auto Trioplan F:2.8 .NEW 46.50 

135mm Auto Travenar F:3.5 ...NEW 39.50 

135mm Coligon F:2.8 pre-set .used 21.50 



KONICA FS 

S.L. Reflex fully 
autom. diaphr. F:2 gt§ 

Hexanon. MX synch. | I1U9U 


Penta Prism. 


BRAND NEW 


150mm Kilfit F:3.5 .used 59.50 

180mm Zeiss Sonnar F:2.8 .NEW 129.50 

200mm Komura F:3.5 pre-set......used 74.50 

240mm Novoflex Follow-Focus .used 98.75 

250mm Tele-Picon F:5.5 pre-set ....NEW 39.50 

300mm Zeiss Sonnar F;4 .used 134.50 

300mm Samigon F:5.6 .NEW 57.50 

300mm Kilfit F:5.6 pre-set .used 114.50 

400mm Kilfit F:5.6 ....used 168.50 

500mm Komura F:7 .used 118.00 

1000 Nikkor F:6.3 .NEW 1,650.00 

Voigtlander Zoom lens, F:2.8 ..........used 138.50 

Nikon 85 to 250 Zoom lens .used 348.50 

Zeiss 8 x 30 Monocular .......used 48.75 



PRAKTICA FXII 

Single Lens Reflex 

50 


BRAND 

NEW 


39 


• 1/2 sec. to 1/500 

• MX full synch. 

• F2.9 pre-set lens, 

razor sharp E.R. Case 4.75 

with ZEISS BIOTAR F:2 lens $57.00 

BRAND NEW ACCESSORIES 

35mm Acall F:3.5 pre-set W.A.. 19.75 

200mm Argraph F:4.5 preset . 39.50 

250mm Acall F:4 pre-set tele . 49.50 

Microscope adapter .. 9.75 

Set of Extension tubes . 7.50 

Extension bellows ...— 13.75 



FULLY 

AUTOM. 

Electric 


35mm 

OLDEN /MAMIYA EE 

39 


• Coupled Rangefinder 

• Electric Eye 

• Programmed Shutter 


75 


Case 4.75 


BRAND NEW 


TRICK SHOTS MADE EASY: 



| New AETNA TRIX lenses 


• Shoot multiple images 

• Unusual optical effects 

• Set of 2 prism lenses 
(for 3 and 5 images) 

Fit all movie and ONLY 
still cameras with ^||CA 
Ser. VII adapters 



instant return mirror 
fully autom. diaphr. 
MX full synch, 
interchangeable prism 


NIKON F 

AUTOMATIC 
Nikkor F:2 lens 

50 


198 


USED 



LENSES FOR NIKON & NIKKOREX F 
—USED— 

8mm Fisheye F:8 . 295.00 

21mm Nikkor F:4 W.A. 90°..147.50 

28mm Auto Nikkor F:3.5 W.A. ..106.75 

35mm Auto Nikkor F:2.8 W.A.. 94.95 

35mm Perspective Control Nikkor..159.50 

55mm Micro-Nikkor F:3.5 pre-set..109.50 

105mm Auto Nikkor F:2.5 tele..126.50 

135mm Auto Nikkor F:3.5 tele.113.50 

200mm Auto Nikkor F:4 tele.143.50 

85-250mm Auto Nikkor Zoom....348.50 

43-86mm Auto Nikkor Zoom.126.75 

Motor Drive with battery pack..149.50 

Photomic Finder System. 69.50 

BRAND-NEW 

STEINHEIL 

WORLD-FAMOUS LENSES 
For Most SLR Cameras 

135mm F:2.8 Tele. . 54.50 

200mm F:4.5 Tele. 65.50 

For Exakta 

35mm F:2.8 autom.61.35 

135mm F:3.5 autom. ..54.50 

135mm F:2.8 autom.77.50 

200mm F:4.5 P.S. ...... 65.50 

Am, 

ZEISS 

• f CONTAREX 

.®i4 used il ftOO 

excellent 

Needle-sharp Planar F :2 lens, 6-air¬ 
spaced elements. Built-in coupled ex¬ 
posure meter, Zeiss Penta Prism with 
built-in rangefinder, shutter speeds 1- 
l/lOOO, MX synch. Rapid film advance, 
rapid rewind. 

35mm Distagon F:4 auto. W.A. 98.50 

85mm Sonnar F:2 auto. Tele.96.50 

135mm Sonnar F:4 auto. Tele.87.50 

250mm Zeiss Sonnar F:4 Tele.NEW 146.50 

500mm Mirotar F:4.5 Tele.NEW 1240.00 

Magazine back. 36.50 

Right Angle Finder .18.75 

Lens Shade . 5.25 

Bayonet Mount Filters .11.95 

Contapol Polarizing Filter .18.75 

Focusing Bellows Extension .66.50 

Proxar Close-up lens, bayonet . 9.50 

HOVOFUX ;ZZ 

Follow Focus Lenses 

Adapters for all S.L.R. i ||f 

240mm, 300mm, 400mm 

& 640mm interchange- u/DiTt rnB 

able on pistol grip for vykiie run 

fast & easy focusing. SPECIAL LOW 

Guaranteed sharpness 

and brilliance. OLDEN PRICES 



NOBOW CAN Mm OLDEN PRICES 


OLDEN CAMERA 1265 BROADWAY AT 32nd ST., NEW YORK, N.Y. 








































































































